YOU ARE LEAVING FROM 
BOSTON MASS - MASSACHUSETTS 
YOU ARE GOING TO 

SAN DIEGO - CALIFORNIA 
DISTANCE = 3384 MILES 

TAKE INTERSTATE: 


OR. .90 TO. seceee NEW YORK 

95 TO. cesses NEW YORK 
OR..81 TO. scseee PENNSYLVANIA 
OR. .90 TO. se eaee PENNSYLVANIA 
OR..84 TO. se eeee PENNSYLVANIA 

95 TO. sc eeces PENNSYLVANIA 
OR. .80 TO. sweeee OHIO 
OR. .90 TO. cesses OHIO 

76 TO. eeeee OHIO 
OR. .90 TO. cesses INDIANA 

70 TOw. cesses INDIANA 
OR. .90 TO. seseee ILLINOIS 
OR..94 TO. eeces ILLINOIS 
OR..70 TO. swcene ILLINOIS 

64 TO. ewses ILLINOIS 

80 TO. sw eeee IOWA 

80 TO. sc eeces NEBRASKA 

76 TO. scceee COLORADO 

70 TO. serene UTAH 
OR. .80 TOs esces NEVADA 

15 TO. swceee NEVADA 
OR. .80 TO. cesses CALIFORNIA 

15 TO. se eeee CALIFORNIA 


YOUR DRIVING TIME IS 7 DAYS: 14 HOURS 
YOUR COST FOR GAS IS 420.08 


